ART. 7]
IMPERVIOUS UPSTREAM FACING
819
It is believed that two or more additional expansion joints, spaced about 5 ft apart, in addition to the expansion joint at the cutoff wall, should be provided along the canyon wall in the case of high dams, but the number of such joints
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may be decreased near the crest. Furthermore, vertical expansion joints close to the abutment should be built in closed position and those in the center of the dam in open position, varying gradually from the abutments to a 2 to 3 in. opening at the center to provide for the settlement movement toward the center.